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DIMENSIONS OF 

SPINDLES AND MOUNTING ARRANGEMENTS FOR 

SPINDLE OPERATED ELECTRONIC COMPONENTS 

PART 1 SPINDLES 
Section 9 Knurled Spindle 

( Second Revision ) 



0. General —This standard shall be read in conjunction with IS : 4586 ( Parti /Sec 1 )-1987 
'Dimensions of spindles and mounting arrangements for spindle operated electronic components: 
Part 1 Spindles, Section 1 General and definitions ( second revision )'. / 

1. Scope — Covers dimensions of knurled spindles, 

2. Dimensions — See Table 1. 

TABLE 1 DIMENSIONS OF KNURLED SPINDLES 

All dimensions in millimetres. 




L-t^A MEASURED 
BEHIND KNURL 

DIMENSIONS OF SHAFT END 



N 



6 + 
- 0-12 



6-6 ± 0-1 



24 Teeth 90° 



+ 
-0-1 



18 Teeth 90° 



Dimension A 

h n* 



Dimension B 
(See Note 1 ) 



Dimension D 



Dimension G 

Min 



6+0 
- 0-075 



6-35 + 
- 0-08 



16 ± 0-5 

20 ± 0-5 
25 ± 0-5 

32 ± 0-5 
34-5 ± 0-5 

40 ± ro 



^2 ± 0-5 



No Bush 

4 
5 

6-35 
7 

9-5 
10 



Note 1 — If additional values are required, they should be chosen from R 20 series ( mm ) 
[see IS : 1076-1967 preferred numbers ( first revision ) ]. 

Note 2 — Dimensions apply to spindles after suitable finish. 

Note 3 — Chamfer at 40''/50° or a radius for a depth between 5 and 10 percent of 
dimension A. 

♦Measured with wire 4> = 0*5. 

flS : 919 ( Part 1 )-l963 'Recommendations for limits and fits for engineering: Part 1 General 
engineering ( first revision )'. 
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